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United States Department of Agriculture smeek 

Animal and Plant Health Inspection Service ... 

28875 cust Id 


(Inspection report) 


177755 inspjd 
32422 site id 


PINE SPRINGS PETS, INC. 

855 SOUTH PUSHMATAHA CO. RD. 
ATOKA, OK 74525 


Customer ID: 28875 
Certificate: 73-B-1 804 

Site: 001 

PINE SPRINGS PETS. INC. 

Inspection 

Type: ROUTINE INSPECTION 
Date: OCT-1 8-2004 


The inspection was conducted b; 


1(b)(6), (b)(7)c 


Katy Vernon, ACI and Sandra Meek, ACi. 


The inspection was conducted on the transport vehicle only at an animal pick up point. 


No non-compliances identified this inspection. 


Prepared By: 

Title: 
Received By: 



ANIMAL CARE INSPECTOR , Inspector ID: 4040 
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